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factured by the Buffalo Forge Co., Buffalo, N. Y., have been adopted
as the outcome of a series of experiments extending over a number
of years with machines in actual use.

These steel-plate fans are built of homogeneous patent leveled
and rolled steel sheets, free from buckles and of the greatest stiff-
ness. The fan cases are rigidly stayed by angle irons to prevent
vibration. Base angle iron foundation frames are supplied. The
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bearing brackets are bolted to heavy steel angle irons and the bear-
ings are swiveled to prevent springing of the shaft when the ma-
chine is bolted to a defective foundation; they are equipped with
ring oiling bearings, having large wearing surfaces lined with genu-
ine babbitt. The shafts are of cold rolled steel of large diameter.
These fans are regularly built both right or left hand, and to
deliver air in any of the following forms: bottom horizontal, top
horizontal, up blast and down blast. They may be readily furnished